Approved For Release 2004/07/08 : CIA-RDP82-00457R014700360003-1 


FEB 1952 244" 


CENTRAL INTELLIGENCE AGENCY 


CLASSIFICATION SECRET , 
. mee 25X11 


~ INFORMATION REPORT REPORT NO. | 


CD NO. 
COUNTRY = Rumania DATE DISTR. 6 November 1952 
SUBJECT Thermoelectric Power Station, Ovidiu II NQ. OF PAGES 1 
DATE OF 29X14 NO. OF ENCLS. 
INFO, (LISTED BELOW) 
PLACE SUPPLEMENT TO 


ACQUIRED REPORT NO. 


THIS DOCUMENT CONTAINS INFORMATION AFFECTING THE NATIONAL DEFENSE 
OF THE UNITED STATES, WITHIN THE MEANING OF TITLE 18, SECTIONS 793 


AND 794, OF THE U.S. CODE, AS AMENDED. ITS TRANSMISSION OR REVE= THIS IS UNEVALUATED INFORMATION 


LATION OF ITS CONTENTS TO OR RECEIPT BY AN UNAUTHORIZED PERSON IS 


PROHIBITED BY LAW. THE REPRODUCTION OF THIS FORM |S PROHIBITED. 


25X1 1. The Thermoelectric power station, Ovidiu II, (located on the Danube- 


Black Sea Canal) was ready for use in early August 1952. Materiel 
for this station was brought from the Soviet Union and the satellite 
countries, About sixty Soviet engineers and two hundred technicians 
worked on it, as well as a labor force estimated as having at times 
reached 2,000. German specialists were brought in from East Germany. 


2, The station was to be in use by the second half of August 1952, 
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